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CHANGES   IN   DIRECTORY. 

Meat  Inspection  Inaugurated. 

3-ZZ  Swift  &  Co.,  Houston  Heights,  Houston,  Tex. 
19-D  The  Cudahy  Packing  Co.,  17  N  Street  NW.,  Fall  River,  Mass. 
*73        Howard  Pancero,  2011  Broad  Street,  Cincinnati,  Ohio. 
*217        Lincoln  Meat  Co.,  3806  South  Halsted  Street,  Chicago,  111. 
551        The  Procter  &  Gamble  Co.,  Hazel  Street,  Macon,  Ga. 
§58        Loschke  &  Zercher  Meat  and  Sausage  Co.,  Forty-third  Street  and  State 

Line.Rosedale,  Kans. 
*949        Hamilton  Chemical  Co.,  R.  2,  Noblesville,  Ind. 
982        Buck  &  Co.  (Inc.),  Lebanon,  Pa. 
1017        National  Kosher  Wurst  Co.,  180  Spruce  Street,  Chelsea,  Mass. 

Meat  Inspection  Withdrawn. 

19-Q  The  Cudahy  Packing  Co.,  New  York,  N.  Y. 

*  Conducts  slaughtering. 
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70  BUREAU    OF   ANIMAL    INDUSTRY.  Rune, 

Meat  Inspection  Extended. 

*205        Allied  Packers  (Inc.)  and  -Parker- Webb  Co.,  Charles  Wolff  Packing  Co/, 

Topeka,  Kans.,  to  include  the  Klinck  Packing  Co. 
*235        Allied  Packers  (Inc.)  and  Parker- Webb  Co.,  Western  Packing  &  Pro\ision 

Co.,  Chicago,  111.,  to  include  the  Klinck  Packing  Co. 
*250        Allied  Packers  (Inc.)  and  Parker- Webb  Co.,  Detroit,  Mich.,  to  include  the 

Klinck  Packing  Co. 
*373        Allied  Packers  (Inc.)  and  Parker-Webb  Co.,  F.  Schenck  &  Sons  Co.,  to 

include  the  Klinck  Packing  Co. 

Changes  in  Names  and  Addresses  of  Official  Establishments.  . 

*265  United  Serum  Co.,  Twenty-first  Street  and  Wabash  Avenue,  Wichita,  Kans., 
instead  of  The  Wichita  &  Oklahoma  Serum  Co.,  Twenty-first  and  Wabash 
Streets. 

*719  John  F.  Stegner,  3100  Colerain  Avenue,  Cincinnati,  Ohio,  instead  of  Jacob 
Glaser,  3098-3100  Colerain  Avenue. 

Stations  Added. 

Houlton,  Me.,  meat  inspection  (formerly  a  substation  of  Calais,  Me.). 
Noblesville,  Ind.,  meat  inspection  (substation  of  Indianapolis,  Ind.). 

Station  Discontinued. 

Calais,  Me.,  meat  inspection. 

Add  to  Address  List. 

W.  A.  Donegan,  meat  inspection,  P.  O.  box  453  (office  at  Acme  Packing  Co.),  Green 

Bay,  Wis. 
Dr.  Roy  E.  Jackson,  tick  eradication,  44  P.  0.  Building,  Birmingham,  Ala. 
Dr.  Edwin  P.  Henderson,  meat  inspection,  care  Houlton  Dressed  Meat  Co.,  Houlton, 

Me. 

Remove  from  Address  List. 

Dr.  W.  O.  McHugh,  Green  Bay,  Wis. 

Changes  in  Addresses  of  Officials  in  Charge. 

Dr.  W.  F.  Biles,  605-606  McClure  Building,  Main  and  St.  Clair  Streets,  Frankfort,  Ky., 

instead  of  Capitol  Building. 
Dr.  A.  F.  Martins,  1094  Broad  Street,  Newark,  N.  J.,  instead  of  421  Essex  Building. 
Dr.  G.  E.  Totten,  1204  East  End  Trust  Building,  Highland  and  Penn  Avenues, 

Pittsburgh,  Pa.,  instead  of  410  Fulton  Building. 

Notes. 

Dr.  J.  C.  Exline,  Olympia,  Wash.,  is  in  charge  of  hog-cholera  control  as  well  as 
tuberculosis  eradication. 

Dr.  G.  W.  Neff,  Charleston,  W.  Va.,  is  in  charge  of  hog-cholera  control  as  well  as 
tuberculosis  eradication. 

Correction. 

Dr.  Wm.  Thompson's  address  in  Service  and  Regulatory  Announcements  for  Sep- 
tember, 1921,  should  be  P.  O.  box  325  (office,  211  Federal  Building),  San  Antonio, 
Tex.,  instead  of  (Office,  336  Federal  Building). 

♦Conducts  slaughtering. 
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NOTICES   REGARDING   MEAT   INSPECTION. 

SAMPLES  OF  MOLDY  OLEOSTEARINE  REQUESTED. 

Inspectors  in  charge  of  meat  inspection  are  requested  to  forward  to  the  Washington 
meat-inspection  laboratory  samples  of  oleostearine  observed  to  show  infestation  with 
mold.  Such  samples  should  consist  of  approximately  1  pound  each  shipped  in  the 
usual  tin  sample  containers  accompanied  by  properly  executed  M.  I.  forms  161  show- 
ing the  approximate  age  of  the  stearine  and  conditions  under  which  it  has  been  kept, 
if  this  information  is  obtainable. 

MARKINGS  FOR  ANIMAL  CASINGS  AND  ORGANOTHERAPEUTIC  SUBSTANCES  NOT  TO  BE 
SUBMITTED    FOR    APPROVAL. 

The  regulations  which  require  the  approval  of  stencils,  labels,  and  other  markings 
applied  to  or  accompanying  meat  or  meat  food  products  are  not  applicable  to  casings 
or  to  organotherapeutic  substances  and  analogous  products  removed  from  the  category 
of  meat  food  products  in  paragraph  21,  section  1,  Regulation  1,  B.  A.  I.  Order  211,  and 
accordingly  such  markings  should  not  be  submitted  for  approval.  However,  since 
markings  have  been  prescribed  for  such  products  and  organs  as  inedible  fats,  inedible 
tripe,  hog  stomachs,  and  calf  rennets,  such  markings  should  be  submitted  for  approval 
in  order  that  it  may  be  determined  whether  or  not  they  conform  to  the  requirements 
imposed. 

If  inspectors  in  charge  are  in  doubt  concerning  the  scope  of  this  ruling,  full  details 
concerning  any  product  which  may  be  questioned  should  accompany  further  inquiry 
directed  to  the  Washington  office. 


ANIMALS  SLAUGHTERED  UNDER  FEDERAL  MEAT  INSPECTION,  MAY,  1922. 


Station. 


Cattle.     !     Calves. 


Sheep. 


Goats. 


Swine. 


Chicago 

Fort  Worth 

Kansas  City 

National  Stock  Yards 

Omaha 

St .  Louis 

Sioux  City 

South  St.  Joseph 

South  St .  Paul 

All  other  ostablishments 

Total:  May,  1922 

May,1921 

11  months  ended  May,  1922 
11  months  ended  May,  1921 


176, 691 
14,315 
75,  496 
20, 333 
87.  332 
15,  997 
26,  766 
24,  502 
19, 529 
241,  242 


702,  203 

569,  979 

7, 147,  039 

7,  539, 386 


67,319 
7,589 

18, 171 

12,  627 
3,136 
4,520 
800 
4,197 

37,  907 
245,  074 


208,  739 
8,169 
97, 561 
25, 189 
108, 575 
5,664 
5,630 
49,  346 
6,657 
356, 539 


401,  340 

366, 798 

3,  535, 336 

3,526,511 


872, 069 

984,  903 

10, 940,  299 

11,336.366 


43 


444 


498 

843 

13,  654 

19,  667 


558, 739 
38, 342 
311,  019 
119,  645 
205, 915 
152, 173 
109,  652 
151, 574 
182, 410 
1,886,701 


3, 716, 170 

3,  274, 114 

35, 370, 135 

34,  084,  714 


Horses  slaughtered  at  all  establishments,  May,  1922,  56. 

Inspections  of  lard  at  all  estabhshments  149,081,923  pounds;  compound  and  other  substitutes  25,360,27  8 
pounds.  Corresponding  inspections  for  May,  1921:  Lard,  139,777,320  pounds;  compound  and  other  sub- 
stitutes, 31,499,216  pounds.  (These  totals  do  not  represent  actual production,|as  the  same  lard  or  compound 
may  have  been  inspected  and  recorded  more  than  once  in  the  process  of  manufacture.) 
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IMPORTS   OF   FOOD   ANIMALS   AND    OF   MEATS   AND   MEAT   FOOD 

PRODUCTS. 

The  statements  following  show  the  imports  of  food  animals  and  of  meats  and  meat 
food  products  inspected  by  the  Bureau  of  Animal  Industry  during  May,  1922,  with 
figures  for  other  periods  for  comparison. 

Imports  of  food  animals. 


Country  of  export. 

Cattle. 

Swine. 

Sheep. 

Goats. 

Mexico 

8,848 
3,161 

1,807 
173 

3 

70 

Total: 

May,  1922 

12, 009 

15, 113 

164, 463 

327,629 

70 

278 

2,914 

975 

1,980 

2,234 

92,996 

154, 243 

3 

May,  1921 

33 

11  months  ended  May,  1922 

528 

11  months  ended  Mav,  1921 

3,352 

Imports  of  meat  and  meat  food  products. 


Country  of  export. 

Fresh  and  refrigerated. 

Canned 
and  cured. 

Other 
products. 

Total 

Beef. 

Other. 

weight. 

Pounds. 
20, 412 

Pounds. 
740,335 

22, 758 
1, 398, 404 
1, 176, 699 

49,228 

Pounds. 
79, 124 

Pounds. 
110,689 

Pounds. 
950, 560 

22, 758 

753,942 

1,695 

2,154,041 

1, 176, 699 

393,841 

583,049 
5,565 

1,026,118 

36, 736 

42, 301 

Total: 

May,  1922 

1, 168, 195 
2, 261, 853 
15,063,924 
34,209,396 

3,387,424 

785,469 

16, 273,  773 

116,041,293 

669,433 

60,998 

4,265,676 

5,393,728 

147,425 

129,035 

870, 441 

3,983,827 

5, 372, 477 

May,  1921 

3, 237, 355 

11  months  ended  May,  1922 

11  months  ended  May,  1921 

36,473,814 
159, 628, 244 

Condemned  in  May,  1922:  Beef,  926  pounds. 

Refused  entry:  Beef,  213  pounds;  pork,  1,248  pounds;  total,  1,461  pounds. 
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FOREIGN  OFFICIALS  AUTHORIZED  TO  SIGN  INSPECTION  CERTIFICATES 
FOR  MEAT  AND  PRODUCTS  FOR  IMPORTATION  INTO  THE  UNITED 
STATES. 

The  following  are  additional  names  and  facsimile  signatures  of  foreign  national 
Government  officials  authorized  to  sign  and  issue  certificates  of  inspection  for  meat 
and  meat  food  products  offered  for  importation  into  the  United  States: 


Country  and  name. 


Signature. 


E.  Salisbury. 


Geo.  Beauchemin. 


Robt.  Barnes. 


S.  A.  Hill. 


D.  M.  Robertson. 


J.  A.  Leadbeater. 


O.  Bastit. 


G.  Eyries. 


Cl^L^ 


824—22 2 
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[June, 


Country  and  name. 


Signature. 


fkance— continued. 


G.  Gueyne. 


M.  Marty. 


Eugene  Le  Moal. 


M.  Perier. 


Ed.  Seres. 
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SUMMARY  OF  TUBERCULOSIS-ERADICATION  WORK  IN   COOPERATION 
WITH   THE   VARIOUS   STATES,  MAY,  1922. 


Tuberculin  tests. 

Total 

Totalj  Total 

Station. 

State. 

Herds 

Cattle 

Re- 

once- 

tested 

free 

ac- 
cred- 
ited 

ne  r  us 
under 
super- 

Inspector in 
charge. 

State  official. 1 

or 
lots. 

tested,  lacted. 

herds. 

herds. 

vision. 

Albany 

N.Y.. 

2,118 

20,165: 

1,680 

4,320 

475 

6,297 

H.  B.  Leonard.. 

D.  W.  McLaury. 

Albuquerque . 

N.Mex 

144 

958 

14 

623 

809 

F.  L-  Schneider. 

Mat  Keenan. 

Atlanta 

Ga.... 

123 

3,  097 

37 

1,650 

""21 

1,841 

A.  L.  Hirleman. . 

P.  F.  Bahnsen. 

Augusta 

Me.... 

600 

5,361 

83 

5,695 

439 

7,674 

J.  B.  Reidv 

H.  M.  Tucker. 

Baltimore 

Md.... 

72 

1.135 

90 

1,202 

386 

2,873 

T.  A.  Ladson. . . 

R.  C.  Reed. 

Birmingham . 

Ala... 

90 

L920j 

3 

679 

74 

794 

C.J.Becker 

C.    A.    Cary,    Au- 
burn. 
W.  F.  Crewe. 

Bismarck 

N.Dak 

634 

10, 994 

248 

3,548 

658 

5.214 

H.  H.  Cohenour. 

Boise 

Idaho. 
Mass.. 

1,160 

47 

10,090 
1,286! 

37 
80 

4,947 
67 

11s 

58 

5,498 
211 

W.  A.  Sullivan.. 
E.  A.  Crossman. 

J.  D.  Adams. 

Boston 

L.  H.  Howard. 

Do 

R.I... 

8 

199. 

15 

13 

42 

do 

T.    E.    Robinson, 

Providence. 

Do 

N.  H.. 

117 

2, 135 

130 

405 

60 

679 

do 

A.  L.  Felker,  Con- 
cord. 
J.  H.  Stewart. 

Charleston 

W.Va. 

142 

1,420 

13 

1,892 

202 

2,289 

George  W.  Neff. 

Cheyenne 

Wvo.. 

86 

1,235) 

1 

2.202 

3 

2,504 

John  T.  Dallas.. 

B.  F.  Davis. 

Chicago 

in:.... 

804 

7;  403 

248 

693 

348 

3,029 

J.  J.  Lintner 

F.  A.  Laird,  Spring- 
field. 
W.  K.  Lewis. 

Columbia 

s.  c... 

68 

1,873! 

7 

869 

77 

1,684 

W.  K.  Lewis 

Columbus 

Ohio.. 

245 

3, 768' 

295 

1,359 

835 

2,590    Leo.  E.  Davis... 

B.  H.  Edgington. 

Denver 

Colo... 

3 

'    67. 

7 

1 

18   W.  E.Howe.... 

Charles  G.  Lamb. 

Des  Moines... 

Iowa.. 

509 

10, 065 

""278 

3,066 

710 

4,987    F.H.Thompson 

P.  Malcolm. 

Fort  Worth... 

Tex... 

22 

2,593 

23 

41 

62 

223    H.  Grafke 

L.  G.  Cloud. 

Frankfort 

Ky.... 

636 

4,333 

107 

4,710 

186 

5,982   W.  F.  Biles 

W.  H.  Simmons. 

Harrisburg. .. 

Pa.... 

420 

6, 034 

316 

1,003 

1, 129 

2,682    P.  E.  Quinn 

T.  E.  Munce. 

Hartford 

Conn.. 

114 

2,859 

3S9 

437 

80 

'806   R.  L.  Smith 

J.  M.  Whittlesey. 

Helena 

Mont.. 

804 

12,501 

142 

9,310 

115 

10,131   R.  Snvder 

W.  J.  Butler. 

Indianapolis. . 

Ind... 

1,007 

10, 485 

348 

8,838 

1,198 

11,484,  E.  B.  Haskin. .. 

R.  C.  Juhen. 

Jackson 

Miss... 

178 

2,613 

7 

351 

132 

661    H.  L.  Frv 

H.  Chadwick. 

Jefferson  City. 

Mo.... 

1,927 

20,  054 

309 

17, 094 

383 

18,0S2   Ralph  Graham.. 

H.  A.  Wilson. 

Lansmg 

Mich.. 

1,632 

17,240 

487 

12,  261 

364 

15,085   T.  S.  Rich 

H.  W.  Norton,  jr. 

Lincoln 

Nebr. . 

1,132 

15,  802 

411 

6,831 

192 

8,707   C.  H.  Havs 

D.  D.  Tobias. 

Little  Rock... 

Ark... 
Wis... 

6 
1,326 

111'. 

28,035 

41 
2, 256 

31 
1,707 

79'  W.  E.  Dodd 

4,927;  J.  S.  Healv 

J.  H.  Bux. 

Madison 

""445 

C.  P.  Norgord. 

Montpelier 

vt.... 

415 

7, 874 

464 

2,355 

1,125 

4,301    A.  J.  DeFosset.. 

E.  S.  Brigham. 

Nashville 

Tenn.. 

1,048 

9,164 

20 

921 

198 

4,359   E.I.  Smith 

G.  R.  White. 

New  Orleans . 

La 

100 

1,587: 

24 

463 

62 

532   R,  W.  Tuck 

E.  P.  Flower,  B 

ton  Rouge. 

Oklahoma 

Okla.. 

95 

3,052! 

52 

443 

166 

1,145:  C.F.Harrington. 

J.  A.  Whitehurst. 

Olympia 

Wash . 

797 

8,283 

178 

5,065 

107 

5,49l!  J.  C.  Exline 

L.  C.  Pelton.  6 

Pierre 

S.Dak 

68 

1, 848^ 

58 

275 

213 

586   J.  O.Wilson.... 

A.  E.  Beaumont. 

Portland 

Oreg.. 

1,382 

8,834, 

79 

8,859 

158 

9,017j  S.  B.  Foster 

W.  H.  Lytle,  Sa- 
lem. 
Wm.  Moore. 

Raleigh 

N.C... 

3,332 

10,505' 

76 

16,640 

274 

17,088'  Paul  Vaughn.... 
2,373  R.  E.  Brookbank. 

Richmond 

Va.... 

434 

6,194 

205 

1,284 

649 

J.  G.  Ferneyhough. 

Sacramento... 

Calif.. 

60 

3,184 

113 

41 

62  W.M.MacKeUar. 

J.  P.  Iverson. 

St.  Paul 

Minn.. 

369 

8,903 

156 

2,027 

'L'676 

4,393   W.J.  Fretz 

C.  E.  Cotton. 

Salt  Lake  City 

Utah.. 

197 

908' 

3 

6,207 

77 

6,823    F.  E.Murray... 

W.  A.  Stephensen. 

Do 

Nev. . . 

57 

396 

1 

1,510 

7 

1,877 

do 

Edward    Records, 

Reno. 

Tallahassee... 

Fla.... 

178 

3, 015j 

32 

2,974 

86 

3,847!  J.  G.  Fish 

J.  V.  Knapp. 

Topeka 

Kans.. 

333 

3,529 

32 

378 

376 

975'  H.  M.  Graefe. . . . 

J.  H.  Mercer. 

Trenton 

N.J... 

90 

2,173 

57 

85 

73 

285i  W.  G.  Middleron 

J.  H.  McNeil. 

Do 

Del... 

145 

910 

111 

1,120 

150 

1,830 do 

O.     A.     Newton, 
Bridgeville. 

Washington. . 

D.  C. 

10 

28. 

141 

194 

340 

J.  A.  Kiernan... 

Total... 

25,284 

286,  218 

7,889 

147, 110 

15, 648 

193, 206 

Unless  otherwise  shown,  the  address  of  State  official  is  the  same  as  that  of  the  bureau  official. 
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LICENSES    AND    PERMITS    FOR    VETERINARY    BIOLOGICAL    PRODUCTS. 

Licenses  for  the  manufacture  of  veterinary  biological  products  have  been  issued 
during  the  month  of  June,  1922,  as  indicated  below,  under  the  act  of  Congress  of 
March  4,  1913  (37  Stat.  832),  and  the  regulations  made  thereunder  (B.  A.  I.  Order 
265  and  amendments  thereto.) 


License 
No. 

Date. 

Name  and  address  of  firm. 

Products. 

6 

1922. 
June    1 

Pitman-Moore  Co..  near  Zionsville, 
Ind. 

Chicken-pox    vaccine;    mixed    bacteria 
fowls). 

(for 

10-B 

June  22 

United  Serum  Co.,  211  Central  Ave- 
nue, Kansas  City,  Kans. 

Antihog-cholera  serum;  hog-cholera  virus. 

83 

June  30 

E.  R.  Squibb  &  Sons,  Georges  Road, 
New  Brunswick,  N.  J. 

Chicken-pox  vaccine. 

107 

June  27 

Jensen-Salsbery  Laboratories  (Inc.), 
520  West  Pennway,  Kansas  City, 
Mo.,  and  southwest  corner  Forest 
Avenue  and  Shawnee  Road,  near 
Rosedale,  Kans. 

Antinavel-ill  serum  (equine). 

107 

June  28 

Jensen-Salsbery  Laboratories  (Inc.), 
southwest  corner  Shawnee  Road 
and  Forest  Avenue,  near  Rosedale, 
Kans. 

Antihog-cholera  scrum;  hog-cholera  virus. 

112 

June    2 

Fort  Dodge  Serum  Co.  (Inc.),  600i 
Central  Avenue,  Fort  Dodge,  Iowa. 

Abortion  vaccine  (bovine). 

License  Terminated. 

United  States  veterinary  license  No.  18,  issued  January  1,  1921,  to  the  Stock  Yards 
Serum  Co.,  was  terminated  on  June  22,  1922,  and  United  States  veterinary  license 
No.  10-3  was  issued  on  June  22,  1922,  to  the  United  Serum  Co.  to  cover  operations  in 
the  establishment  formerly  operated  under  United  States  veterinary  license  No.  18. 

QUANTITIES    OF    ANTIHOG-CHOLERA    SERUM    AND    HOG-CHOLERA 
VIRUS   PRODUCED   DURING   MAY,  1922. 


Month. 

Serum. 

Simultane- 
ous virus. 

Hyperim- 

Ordinary. 

Clear. 

Total. 

virus. 

C.c. 
May,  1922 69,900,294 

C.c. 
1, 958, 543 

C.c. 
77,858,837 

C.c. 
4,080,827 

C.c. 
17,832,S53 

DISTRIBUTION   OF   BLACKLEG   VACCINE   DISCONTINUED. 

The  Agricultural  appropriation  act  for  the  year  beginning  July  1,  1922,  contains 
an  item  which  reads  as  follows:  "  Provided  further,  That  no  part  of  this  sum  shall  be 
used  for  the  manufacture,  preparation,  or  distribution  of  blackleg  vaccine."  Thus 
the  distribution  of  blackleg  vaccine  by  the  Bureau  of  Animal  Industry,  a  practice 
which  has  prevailed  for  many  years,  is  discontinued. 

Employees  will  please  give  publicity  to  this  change  and  advise  applicants  that  they 
will  be  obliged  to  obtain  vaccine  from  other  sources. 


BUREAU   CERTIFICATES   TO   ACCOMPANY  LIVESTOCK   TO   CANADA. 

In  Service  and  Regulatory  Announcements  for  March,  1919,  attention  was  directed 
to  difficulties  arising  in  cases  where  shipments  of  livestock  destined  to  Canada  were 
accompanied  by  certificates  issued  by  bureau  inspectors  whose  names  had  not  been 
listed  with  the  Canadian  Veterinary  Director  General.  Recently  livestock  have  been 
detained  at  border  ports  of  entry  in  Canada  for  this  reason,  and  as  a  result  the  Canadian 
Veterinary  Director  General,  at  request  of  the  bureau,  has  consented  to  accept  certifi- 
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cates  of  any  veterinary  inspector  in  the  bureau,  whether  or  not  his  name  appears  upon 
the  list,  provided  the  certificate  is  indorsed  by  an  inspector  whose  name  is  listed  with 
Canadian  inspectors  at  border  ports  of  entry  in  Canada.  Accordingly,  when  a  certifi- 
cate is  issued  in  these  cases  by  an  inspector  in  the  field,  or  at  a  station,  who  is  not 
positively  known  to  have  been  included  among  those  listed,  the  certificate  should  be 
indorsed  in  the  following  manner  by  the  inspector  in  charge: 

I  hereby  certify  that ,  who  has  issued  and  signed 

this  certificate,  is  a  regularly  employed  veterinary  inspector  in  the  United  States 
Bureau  of  Animal  Industry. 

Signature, 

Title,  

Address,      


SHIPPING   HOUSEHOLD   GOODS. 

The  law  authorizing  the  department  to  transfer  household  goods  and  personal 
effects  of  employees  at  Government  expense  contemplates  that  they  may  be  so  trans- 
ferred only  when  the  employee  himself  is  transferred  from  one  official  station  to  another 
for  permanent  duty.  See  paragraph  89  of  the  Fiscal  Regulations,  effective  January  1, 
1922.  Applications  for  authority  to  transfer  employees'  household  goods  and  for  the 
issue  of  Government  bills  of  lading  to  cover  shipments,  therefore,  should  not  be  made 
unless  there  is  reasonable  certainty  that  the  employee's  duties  at  the  station  to  which 
he  has  been  transferred  will  be  permanent  or  continue  for  an  indefinite  period. 

In  shipping  household  goods  the  employee  or  his  inspector  in  charge,  or  persons 
designated  by  either  personally  to  supervise  the  shipment,  will  be  expected  to  be 
certain  that  the  weights  of  packages  and  articles  comprising  the  shipment,  as  indicated 
on  the  bill  of  lading,  are  correct.  A  closer  examination  than  ever  by  accounting 
officials  of  the  Government  is  given  weights,  rates,  etc.,  in  freight  accounts,  Here- 
after, should  it  be  found  that  overweights  have  been  indicated  on  Government  bills 
of  lading  and  charged  for  in  freight  accounts,  the  employee  or  inspector  in  charge,  or 
person  designated  by  the  latter  to  supervise  the  shipment,  will  be  held  personally 
responsible  therefor.  If  employees  lack  facilities  for  weighing  household  goods  in 
their  homes  it  should  be  understood  that  freight  stations  afford  scales,  and  that  ship- 
ping ticket  should  not  be  turned  over  and  bill  of  lading  presented  to  the  agent  for  his 
signature  until  the  employee  or  person  designated  by  him  to  supervise  the  shipment 
has  seen  the  packages,  articles,  etc.,  weighed  and  the  weights  properly  indicated  on 
shipping  ticket  and  bill  of  lading.  A  conspicuous  [example  of  careless  (billing  occurred 
lately  when  a  piano  was  charged  for  as  weighing  nearly  three  times  as  much  as  the  aver- 
age weight  of  pianos  of  the  particular  make  in  question. 


LAUNDRY  ^SUBVOUCHERS   SHOULD    SHOW   PERIOD   COVERED. 

Referring  to  the  Secretary's  memorandum  No.  381,  dated  April  24,  1922,  and  pub- 
lished in  April,  1922,  Service  and  Regulatory  Announcements,  providing  for  the 
prorating  of  laundry  charges  and  the  distribution  of  the  expense  against  the  daily 
subsistence  allowance  for  each  preceding  day  of  the  period  covered  by  the  laundry 
bill,  the  attention  of  all  employees  rendering  reimbursement  accounts  containing 
laundry  charges  is  especially  invited  to  the  necessity  of  indicating  on  the  laundry 
ticket  or  sub  voucher  the  period  covered  by  the  charge. 
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RESULTS   OF   PROSECUTIONS   FOR   VIOLATIONS   OF   LAWS. 

Penalties  have  been  imposed  in  prosecutions  for  violations  of  regulatory  laws, 
as  reported  to  the  bureau,  as  follows: 

Livestock  Quarantine  Law. 

Louisiana  Western  Railroad  Co.,  failure  to  placard  cars  "  Southern  cattle, "  S150  fine.. 

Morgan's  Louisiana  &  Texas  Railroad  &  Steamship  Co.  (12  cases),  unloading  "  South- 
ern cattle"  into  improper  pens,  S900  fines. 

Receivers  of  Texas  &  Pacific  Railway  Co.,  failure  to  mark  waybill.  "Southern  cat- 
tle," $100  fine. 

L.  0.  Ruyl,  Rockford,  Xebr.,  interstate  shipment  of  a  tuberculous  cow  without  a 
certificate,  S100  fine. 

St.  Louis-San  Francisco  Railway  Co.  (3  cases),  failure  to  mark  waybill  "Southern 
cattle,"  S300  fines. 

St.  Louis  Southwestern  Railway  Co.  (2  cases),  failure  to  mark  waybill  and  placard 
car  "Southern  cattle,"  S200  fines. 

Twenty-Eight-Hour  Law. 

Atchison,  Topeka  &  Santa  Fe  Railway  Co.,  S100  fine. 

Missouri  Pacific  Railroad  Co.,  $100  fine. 

Philadelphia  &  Reading  Railway  Co.,  S100  fine. 

Pittsburgh,  Cincinnati,  Chicago  &  St.  Louis  Railroad  Co.  (2  cases),  S200  fines. 

Virus-Serum-Toxin  Law. 

Willard  Risner  and  Frank  Sellers,  Mammoth  Spring,  Ark.,  transporting  unlicensed 
antihog-cholera  serum  the  from  State  of  Missouri  into  the  State  of  Arkansas,  fine 
imposed. 
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